BILL NO. S-94-11-/77 


SPECIAL ORDINANCE NO. S- ы-у 


AN ORDINANCE approving the awarding 
of I.T.B. #7086 by the City of Fort 
Wayne, Indiana, by and through its 
Department of Purchasing and SENSUS 
TECHNOLOGIES, BADGER METER and KENT 
METERS for the WATER MAINTENANCE & 
SERVICE DEPARTMENT. 
NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL 
OF THE CITY OF FORT WAYNE, INDIANA; 
SECTION 1. That I.T.B. #7086 between the City of 
Fort Wayne, by and through its Department of Purchasing 
and SENSUS TECHNOLOGIES, BADGER METER and KENT METERS for 
the Water Maintenance & Service Department, respectfully 
for: 
the purchase of water meters during 
1995 for the Water Maintenance & 
Service Department; 
involving a total cost of One Hundred Eighty-Four Thousand 
Sixty-Three and 83/100 Dollars ($184,063.83) - (SENSUS - 
$79,821.33; BADGER - $14,970.00; KENT - $89,272.50), all 
as more particularly set forth in said I.T.B. #7086, which 
is on file in the Office of the Department of Purchasing, 
and is by reference incorporated herein, made a part 
hereof, and is hereby in all things ratified, confirmed 
and approved. 
SECTION 2. That this Ordinance shall be in full 


force and effect from and after its passage and any and 


all necessary approval by the Mayor. 


x C ] VERE, E T nd 


Council Member 


APPROVED AS TO FORM 
AND LEGALITY 


Sk ( А 1 "E СА 7\ E uu СЕК 
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J. Timothy McCaulay, City Attorney 


REF. NO.: 

DEPT: 

DATE: 

ITEM/SERVICE: 

ADVERTISED BID: 

DATES ADVERTISED: 

DATE OPENED: 

SINGLE SOURCE: 

NO. OF VENDORS NOTIFIED: 

NO. OF VENDORS RECEIVING BID: 
NO. OF VENDORS RETURNING BID: 


NO. OF VENDORS DISQUALIFIED: 





NO. OF VENDORS NOT RESPONDING: 





DATE SENT TO DEPT FOR RECOMM: 


DATE RECOMM RECEIVED BACK: 


DATE SENT TO LAW DEPT: 


INTRODUCTION DATE: 


DISCUSSION DATE: 


PASSAGE DATE: 
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a ITB #7086 
WATER METERS 
WMS 

Е 11/02/94 


ІТЕМ UNIT SENSUS TECHNOLOGIES BADGER METER KENT METERS UNDERGROUND TREATY 


WATER METERS W/REMOTE 


5/8" 300 $47.80 $14,340.00 $39.55 $11,865.00 $37.50 $11,250.00 NO BID NO BID 
5/8" X 3/4" 1000 $47.80 $47,800.00 $40.34 $40,340.00 $37.50 $37,500.00 
3/4" 25 $66.92 $1,673.00 $53.01 $1,325.25 55210 $1,277.50 
m 20 $90.03 $1,800.60 $79.92 $1,598.20 $74.00 $1,480.00 
1 1/2" TURBO 10 $439.69 $4,396.90 NO BID $0.00 NO BID $0.00 
2" COMPOUND 5 $951.61 $4,758.05 $990.00 $4,950.00 NO BID $0.00 
2" TURBO 5 $404.64 $2,023.20 $353.00 $1,765.00 NO BID $0.00 
METERS REGULAR 
3/4" 20 $54.87 $1,097.40 $44.54 $890.80 $40.00 $800.00 
pr 50 $77.96 $3,898.00 $65.45 $3,272.50 $62.90 $3,145.00 
METERS LARGE 
1 1/2" TURBO 50 $295.55 $14,777.50 NO BID $0.00 $270.00 $13,500.00 
2" TURBO 20 $350.20 $7,004.00 $301.40 $6,028.00 $270.00 $5,400.00 
2" COMPOUND 50 $896.09 $44,804.50 $990.00 $49,500.00 NO BID $0.00 
3" TURBO 10 $507.20 $5,072.00 $435.00 $4,350.00 $370.00 $3,700.00 
3" COMPOUND 15 $1,014.39 $15,215.85 $1,089.00 $16,335.00 NO BID $0.00 
3" FIRE HYDRANT 10 $509.80 $5,098.00 $466.00 $4,660.00 $485.00 $4,850.00 
4" TURBO 5 $970.69 $4,853.45 $844.00 $4,220.00 520 $2,600.00 
4" COMPOUND 5. $1,753.34 $8,766.70 $1,709.00 $8,545.00 NO BID $0.00 
4" FIRE LINE 1 $4,482.54 $4,482.54 $1,575.00 $1,575.00 NO BID $0.00 
6" TURBO W/STRAINER 4 $2,193.16 $8,772.64 $2,075.50 $8,302.00 $1,520.00 $6,080.00 
6" TURBO 2 $1,900.81 $3,801.62 $1,789.00 $3,578.00 1270 $2,540.00 
6" FIRE LINE 1 $6,163.49 $6,163.49 $2,200.00 $2,200.00 NO BID $0.00 
GRAND TOTAL $210,599.44 $175,299.75 $94,122.50 
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SANDRA Е. KENNEDY, CITY CLERK 
Passed and adopted by the Common Council of the City of Port Wayne, 


Indiana, as ( 
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(SPECIAL) (ZONING) ORDINANCE RESOLUTION NO. d-a- a d 
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SANDRA E. KENNEDY, CITY CLERK? 


Presented by me to the Mayor of the City of Fort Wayne, Indiana, on 


he | A day of AZ z ÉJ ; 19222 


at the hour of phe o'clock ү Ж be Ко Ен аА 


SANDRA E. KENNEDY, CITY CLER 





NG OFFICER 





Approved and signed by me this RES day of бы ] 
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PAUL HELMKE, MAYOR 
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Paul Helmke 


Mayor 

TO CITY COUNCIL MEMBERS 

FROM WILLIAM К. HOLLMAN - WATER MAINTENANCE & SERVICE 
DATE NOVEMBER 15, 1994 

SUBJECT I.T.B. %7086/МАТЕК METERS 











THE WATER MAINTENANCE & SERVICE DEPARTMENT INSTALLS AND MAINTAINS 
ALL WATER METERS FOR THE CITY OF FORT WAYNE. METERS NEED TO BE 
INSTALLED IN ALL NEW CONSTRUCION AS WELL AS CHANGED PERIODICALLY 
BECAUSE OF AGE AND/OR DAMAGE 
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WATER MAINTE A 
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An Equal Opportunity Employer 
One Main Street, Fort Wayne, Indiana 46802 


eG 337-М Lh recreten 


DIGEST SHEET 


TITLE OF ORDINANCE: Special 


DEPARTMENT REQUESTING ORDINANCE: Purchasing 


SYNOPSIS OF ORDINANCE: An ordinance approving the award of І.Т.В. 
No. 7086 of water meters for the Water Maintenance Department for 
1995% 


IF NOT LOWEST, WHO WAS AND WHY WERE THEY NOT AWARDED: Low vendor 
was selected for each type of water meter with the exception of the 
4" and 6" fire line meters. Sensus Technologies is the only vendor 
which meets our specifications for the type. 


EFFECT OF PASSAGE: Meters are used to measure the amount of water 
used for billing purposes. 


IF REPLACEMENT, WHAT NECESSITATES: Meters need to be changed 
periodically because of age or damage. 


EFFECT OF NON-PASSAGE: Would not be able to measure the water for 
billing purposes. Loss of revenue. 


MONIES INVOLVED: Sensus Technologies ӘЛІ 5821533 
Badger Meters $14,970.00 
Kent Meters 589272250 

PRICE AGREEMENT: Yes PURCHASE ORDER: 

SOURCE OF FUNDING: Water Maintenance 513-523-W154-4221 

PRIOR APPROVAL: No DATE: 


(IF APPLICABLE) 


BILL NO. 5-94-11-19 


КЕРОКТ ОЕ ТНЕ СОММІТТЕЕ ОМ 
CITY UTILITIES 
DAVID С. LONG - SAMUEL J. TALARTCO - CO-CHAIR 


MARK E. GiaQUINTA 
REBECCA J. RAVINE 





WE, YOUR COMMITTEE ON CITY UTILITIES TO WHOM WAS 
REFERRED AN (ORDINANCE) (RESODUTION) approving the awarding 


i Indiana, by and through its 


1 СТЕ BADGER METER апа KENT 
ARTMENT 























HAVE HAD SAID (ORDINANCE) (SBSGEEXEXEKSN) UNDER CONSIDERATION 
AND BEG LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID 


(ORDINANCE) (886950590) 


ро МОТ PASS ABSTAIN МО КЕС 








DATED: „ш 222222 


Sandra E. Kennedy 
City Clerk 


